
PHILIPS RADIO * Mod. Bt 591 A - Ricevitore a gam me apostate. Media frequt-nza 46& kc, Maaaitm tenaiane raddnuatB 290 V. 

Couautim 50 W. Potenza d’uacit* 4 W. 














